BIRTH   AND   BIRTHPLACE
Benjamin Terry was  born in 1818,  and, joining the theatrical profession at a comparatively early age, rapidly won popularity at  various  towns  in  the  provinces.    At Edinburgh he was so conspicuously successful  that  he  gained  the  approval   of Charles Kean, with whom he subsequently played in London.    Among his parts were Cardinal D'Alby in " Louis IX." and the Duke of Norfolk in " King Henry VIII." He was also one of the band of able actors that Macready gathered round him during his memorable  management.    For  many years previous to his death on the 22nd of May,   1892,   Mr.  Terry had retired from the stage, but up to the last he was an inveterate " first-nighter/' and continued to take  intense interest  in  his old pursuit. Mrs.  Terry,   who  had the  reputation  of being an excellent actress in her time, died or^the ist of March, 1892.    In what house or what street in Coventry  Ellen  Terry first saw the light she does not know herself.    As a result of this ignorance, a little 7